Immanuel  Baptist  Church,  Little  Rock.  Arkansas 


Immanuel  Baptist  Church,  Tenth  and  Bishop 
Streets,  Little  Rock,  Arkansas.  Established  in 
1891,  present  building,  which  has  136  rooms, 
was  erected  in  1929  at  a  cost  of  $275,000.  An 
auditorium  with  seating  capacity  of  1500  is 
equipped  with  a  three  manual  Kilgen  pipe 
organ.  The  church  sponsors  eight  mission 
churches  in  and  around  Little  Rock. 
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